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Message Text 

UNCLASSIFIED 

PAGE 01 BONN 14624 071647Z 
ACTION EUR- 12 

INFO OCT-01 ISO-OO EPA-04 OES-07 CIAE-00 INR-07 
NSAE-00 PM-05 NSC-05 SP-02 SS-15 CEQ-01 NSF-02 
INT-05 ACDA-10 OIC-02 /078 W 

130923 072235Z/64 

R 071645Z SEP 77 
FM AMEMBASSY BONN 
TO SECSTATE WASHDC 1212 
INFO USMISSION NATO 
AMEMBASSY LONDON 

UNCLAS BONN 14624 

DEPT PASS EUR/RPM/KORKY 

E.O. 11652N/A 
TAGS: CCMS, SENV 

SUB J : CCMS - DRINKING WATER PILOT STUDY MEETING, 

LONDON, OCTOBER 4-7 

REF: (A) KORKY - KUEPER TELEPHONE CONVERSATION 
(B) STATE 212060 

1 . FRG PARTICIPANTS FOR THE SUBJECT CONFERENCE WILL 
BE NOMINATED WITHIN THE NEXT FEW DAYS, INCLUDING ONE 
EXPERT TO PARTICIPATE IN THE MEETINGS OF THE MICROBIOLO- 
GY GROUP. 

2. AS LEAD COUNTRY FOR GROUPS II AND VI (ADVANCED 
TREATMENT AND GROUND WATER TECHNOLOGY), THE FRG 
SUGGESTS THAT ONE DAY OF SPECIAL DISCUSSION FOR EACH 
OF THESE GROUPS BE INCLUDED IN THE AGENDA. 

MEEHAN 

UNCLASSIFIED 
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